Subject: Re: HMD light pole down 

From: Jim Omahen 

Date: 02/01/2016 08:28 AM 

To: John Irigoyen <John.lrigoyen@universalpro.com>, Media District <lisa@mediadistrict.org> 
Thanks John and we’ll get this removed and taken care of. Thanks for letting us know. 


Jim Omahen, Operations Manager 
Hollywood Media District BID 
1 040 N. Las Palmas Ave. 
Hollywood, CA 90038 
Ph 323.860.0088 
Fax 323.860.0089 

MediaDistrict.org 


From: John Irigoyen < John.lriaoven@universalpro.com > 

Date: Monday, February 1, 2016 at 9:02 AM 

To: Jim Omahen < iim@mediadistrict.ora >. Lisa Schechter < lisa@mediadistrict.ora > 
Subject: Fwd: HMD light pole down 

FYI, 

This is HMD not city 

Captain J. Irigoyen 
Hollywood Media District 


Forwarded message 

From: "JAY RODRIGUEZ" < rodriauezziav@amail.com > 

Date: Mon, Feb 1 , 201 6 at 8:57 AM -0800 
Subject: HMD light pole down 

To: "John Irigoyen" < John.lriaoven@universalpro.com >. "hmd. acevedo" < hmd.acevedo@vahoo.com >. "SGT GARCIA" 
c miauelaarcia 1984@vahoo.com >. "SGT FORTE" < sat.m4te@vahoo.com >. "CPL LITTLE" < iasontonvlittle@amail.com >. 
" valenzuela7000@amail.com " < valenzuela7000@amail.com > 


1 1 39 N Highland Ave 
Los Angeles, CA 90038 
United States 


HMD Light pole down, I reported to the city via 31 1 


